1971 AEROSPACE SAFETY MAGAZINE 





a. TLE 


B-52 

Tech Topics "Closing the Barn Door" 
Project Cleansweep 

It's Easy on Monday (abort-egress) 
Tech Topics "Crossed Cowling" 


B-57 
Tech Topics "Three for One" 
Tech Topics "Lost Wheel" 


B-66 
Tech Topics "Intake Inspection" 


C-5 

Tech Topics "Dangerous Cargo" 
One Candle for the C-5 

How Many Bars 


C-7 
Tech Topics "Riven Rivets" 
Tech Topics "A Gremlin" 
Tech Topics "Torque It" 
Tech Topics "How to Ruin a Prop" 
ps Topics "Distraction/Destruction" 
Ops Topics "Cause and Effect" (oil temperature) 


C-47 
Tech Topics "Improper Routing" 


C-118 
Tech Topics "Free Wheeling" 


C-119 
Well Done, LtCol James T. Sidlo and crew 
Tech Topics "Man and Prop" 


C-123 

Tech Topics "Wet Feet" 

Ops Topics "Suspicions Confirmed" 

Ops Topics "Pallet Error" 

Tech Topics "More Cents than Sense" 
Tech Topics "Inspector, Open Thy Eyes" 
Tech Topics "Wheel Failure" 

Tech Topics "That Smarts" 


C-124 
Hairy Tales 


Tech Topics "Wrong Tubing" 








TITLE 


C-130 

Tech Topics ''Follow the TO" 

Tech Topics "Offload Accident" 

TOOTS (electrical connectors) 

Tech Topics "Tissue in the Fuel" 

Tech Topics "Loose Connectors" 

Ops Topics "What Instruments?" 

ELSIE (Emergency life saving instant exit) 
Tech Topics "Torque" 

Tech Topics "Attention Flight Control Tech" 
Tech Topics "C-130 Generator Problem" 

Ops Topics "Convinced" (restraining harness) 


C-131 

Tech Topics "One Jug Short" (cylinder missing) 
Tech Topics "Relief Valve" 

Tech Topics "Crossed Wires" 


C-135 

Tech Topics "More And/Or Secure" 

Tech Topics "Pressurization Problems" 
Tech Topics "Aye, That's the Rub" 


C-141 

Tech Topics "Short Cut" (loading) 
Tech Topics "Smell, Yes- Seep, No" 
Ops Topics "Ops Checked Okay" 

Tech Topics "Neglect" 


KC-135 
Tech Topics "Maintenance Error" (gear collapsed) 
Tech Topics "Cotter Pin" 


T-29 

Tech Topics "Spit Run" 

Tech Topics "Wrong Washer" 

Tech Topics "Memory Lane" 

Ops Topics "Close, Close" 

Tech Topics "Failure to Fill Forms" 


F-4 

Hearing But Not Listening 

Ops Topics "Good Show" 

Ops Topics "Rubber Band Effect" 
Ops Topics "Lucky Pierre" 

Ops Topics "They Walked Away" 
It's Easy on Monday (ejection) 
Ops Topics "Another Form of FOD" 
Tech Topics ""Jammed Controls" 
Tech Topics "F-4 Egress System" 


MONTH 


Apr 
Jun 
Aug 
Aug 
Sep 
Oct 
Nov 
Dec 
Dec 
Dec 
Dec 


Feb 
Feb 
Oct 


Jun 
Nov 
Nov 


Feb 
Mar 
Jun 
Jun 


Nov 
Dec 


Apr 
Aug 
Sep 
Nov 
Dec 


Jan 
Jan 
Jan 
Feb 
Feb 
Mar 
Mar 
Mar 
Mar 


28 
19 
20 


2 
24 
22 
29 


18 
23 








ITLE MONTH PG 


F-4 (cont'd) 





Tech Topics "Human FOD" Mar 25 
Attitude Indicator Apr 14 
Would You Use This Nozzle? May 25 
Ops Topics "Switch MOD" May 31 
Tech Topics "Maintenance Factor" Jun 29 
Tech Topics "Caution, Dangerous Turn" Jun 30 
Tech Topics "False Alarm" Jun 30 
Tech Topics "Go-i-tis" Jun 30 
Tech Topics "Missile Minus Wing" Jul 25 
Tech Topics "Don't Assume" Aug 22 
Well Done, Capt Tom Gibbs Aug IBC 
Ops Topics "Heads Up-Visors Down" Sep 15 
Tech Topics "Stuck Throttle" Sep 22 
Tech Topics "Think Quick" Sep 25 
Tech Topics "Bomb Release" Sep 25 
Tech Topics "F-4 Lost" Oct 24 
Well Done, Maj McCaffrey Oct IBC 
Tech Topics "RF-4C Chafed Oil Line" Nov 18 
Tech Topics "Engine Installation" Nov 18 
Tech Topics "Arming Area Goof" Nov 19 
Ops Topics "When You Gotta Go" Nov 28 
The Crew Chief Dec 20 
Ops Topics "We Told You So" (taxiing) Dec 28 
@.; 

Gliding Flight Mar 6 
Tech Topics "He Lost His Mitten" Jun 29 
F-84 

Tech Topics "Wrong Hardware" Feb 23 
Ops Topics "Unauthorized Equipment" Jun 24 
Tech Topics "Right the First Time" Aug 22 
Well Done, Capt James D. Speer Dec IBC 
F-100 

Save 5 Minutes - Lose 1 Aircraft Jan 24 
It's Easy on Monday (aborts) Mar 2 
Tech Topics "Proper Procedures" Mar 23 


Bent With the Wind 


Mar 10 

Tech Topics "Don't Toss It" Apr 25 
Tech Topics "Right Turn Only" Jun 29 
The Urge (get-home-i-tis) Jul 9 
Ops Topics "Two Switch Hitters" Jul 14 
Tech Topics "One That Didn't Happen" Aug 24 
Tech Topics "No Chute" Aug 24 
Tech Topics "Hose Too Long" Sep 23 
Tech Topics "Muffed Gear" Sep 25 
Tech Topics "Rush Job" Oct 25 

@-101 

ech Topics "To Look but Not See" (FOD) Feb 25 


3 





TITLE MONTH . | ; 


F-102 

Ops Topics "F-102 MOD" Jan 20 
Tech Topics "Data Deleted" Feb 24 
Well Done, Maj DuBoise, Capt Coupland Jul IBC 
Well Done, Capts Neusse and Coakley Oct IBC 
Tech Topics "Two Wrongs Make an Accident" Dec 23 
Mail Call "F-102" Dec 32 
F-104 

Tech Topics "Wheel Bearing Failures" Mar 25 
Tech Topics "Overheated Cannon Plug" Aug 24 
Tech Topics "Engine Eats Static Wire" Nov 20 
F-105 

Flight Control Corrosion Apr 21 
Tech Topics "Another Egress Goof" Jul 23 
Tech Topics "Follow the TO" Dec 25 
F-106 

Tech Topics "Panel Problems" Jan 28 
Mail Call "September Cover" Jan 32 
Tech Topics "Clamp Woes" Feb 23 
Well Done, Maj Donald Hedrick Apr IBC 
Primed for an Accident Aug 13. 
Ops Topics "Distraction-Bang" (parachute firing lanyard) Dec 229 
F-111 

High Angle of Attack in the Swingwing Aug 1 
T-28 

Tech Topics "Tech Data Again" Nov 21 
T-33 

Ops Topics "Jiggle, Jiggle" (gear handle) Jan 21 
Ops Topics "Bends Can Be Forever" Feb 18 
Ops Topics "Laissez Faire Supervision" Mar 18 
Well Done, Col Joiner and Maj Pinsky Mar IBC 
T-Bird Flameouts Apr 18 
Ops Topics "Ruffled T-Bird" May 30 
Tech Topics "T-33 Hot Starts" Sep 24 
Ops Topics "Thar She Blows" (canopy) Oct 19 
Ops Topics "T-Bird Flameouts" Nov 26 
Ops Topics "T-Bird Pop-top" Nov 27 
Ops Topics "T-Bird Burnin'" Nov 28 
T-37 

Tech Topics "Sloppy Maintenance" Apr 23 
They Said It Couldn't Be Done Jun 1 
Tech Topics "Battery Explosion" Oct 23 
Tech Topics "Throttle Torque" Oct =@ 











TLE 


T-37 (Cont'd) 
Tech Topics "T-37 Speed Brake" 
Tech Topics "Cooperation" (FOD) 





T-38 
Tech Topics "Lousy Way to Fly" 
Tech Topics "Do It Right" 
Tech Topics "More on Torque" 
What Happened to the T-38? 
Ops Topics "Mickey Mouse FOD" 
Ops Topics "Over Eager Beaver" (broken cable) 
Ops Topics "Blame It On the Wind" 
Tech Topics "Loose Panels" 
Tech Topics "Poor Work and QC" 
Ops Topics "Good Job" (control cable) 
Tech Topics " A Murphy Bolt" 
Mail Call "T-38 Graph" 
Ops Topics "Cockpit FOD" 
Tech Topics "Improper Maintenance" 
Tech Topics "Gear Box Coupling" 
Tech Topics "T-38 Missing Panel" 
Tech Topics "Chronology of a Failure" (canopy) 
Tech Topics "Torque Topics" 
Tech Topics "A Villainous B-Nut" 

ch Topics "Light FOD" 

1l Done, Capt Crake, ATC 
Tech Topics "T-38 Flameouts" 


T-41 
Tech Topics "Only Finger Tight" 
Tech Topics "A Chain of Weak Links" 


A-6 
Ops Topics "Watt's New?" 


A-7 

Tech Topics "Wrong Way Doesn't Pay" 
A-7 Debris Control 

Tech Topics "Ingestion Indigestion" 
A-7D Crash Rescue 

Dollars and Sense in HUD Handling 


A-37 

Ops Topics "Bad Trade" 
Tech Topics "Short Screws" 
Tech Topics "Torque" 


0-2 
Ops Topics "Hide 'n Seek" 
é" Topics "Run Away" 


MONTH 


Nov 
Dec 


Feb 
Mar 
Apr 
May 
May 
Jun 
Jun 
Jun 
Jun 
Jul 
Jul 
Aug 
Sep 
Sep 
Sep 
Sep 
Sep 
Oct 
Nov 
Nov 
Nov 
Dec 


Aug 
Aug 


Aug 


May 
Jun 
Aug 
Nov 
Nov 


Mar 
Oct 
Dec 


Jan 
Jun 


24 
24 


28 


23 


10 


10 


12 


19 
22 
22 


20 
28 








TITLE 


O-2 (Cont'd) 

Tech Topics "A Reason for the Book" 

Tech Topics "Plug Goof" 

Ops Topics "No Pushee--No Pullee" 

Tech Topics "Torque Trouble" 

Ops Topics "Horizontal Tornado" (wake turbulence) 





OvV-10 

Ops Topics "Touch and Go" (low ejection) 
Ops Topics "For Our Next Trick" 

Tech Topics 'Man & Prop" 


Helicopters 

Well Done, CH-21B, Maj James Oliver 
Ops Topics "Ooops And" 

A Salty Situation (engine corrosion) 
Tech Topics "Undesired HH-43 Flight" 
Tech Topics "For Want of a Nut" 

Ops Topics "Habit Pattern Transfer" 
Ops Topics "'Cross-Hands Technique" 
Ops Topics "Tiptoe Thru the Treetops" (HH-53) 
Wake Turbulence 

Suddenly It's Winter 





Aero Club Planes 

Ops Topics "Aero Club Training" 
It Had To Be the Engine 

Ops Topics "Crump" 

The Aero Club Today 

Ops Topics "Aero Club Mishap" 
Aero Clubs Honored 





MONTH 


Jul 
Aug 
Aug 
Dec 
Dec 


Jan 
Jul 
Oct 


Jan 
Mar 
May 
Aug 
Aug 
Aug 
Oct 
Oct 
Dec 
Dec 


Apr 
Jul 
Jul 
Aug 
Aug 
Oct 








s 


TITLE 


@.. Traffic Control 

Hearing But Not Listening 

Pilots, Meet AIMs 

Ops Topics "Keep ‘Em High" 

Ops Topics "Controllers Cited" 

Ops Topics "Anything Else, Chief" 

The Evils of Technology 

Ops Topics "Garbage on Guard" 

Mail Call "Controller Extraordinaire" 
Ops Topics "When You Gotta Go" 





Awards 
Well Done, Maj James Oliver, CH-21B 
Well Done, Lt Col Sidlo and crew, C-119 
Well Done, Col Joiner, Maj Pinsky, T-33 
Well Done, Maj Hedrick, F-106 
Mail Call, "Well Done AFRES" 
Well Done, Maj Standerfer, F-105D 
Sec of AF Trophy 
Chief of Staff Trophy 
Colombian Trophy 
Foulois Trophy 
Kolligian Trophy 
Flight Safety Plaques 

issile Safety Plaques 

11 Done, Lt Cols McCampbell and Proctor, T-33 
Explosives Safety Awards 
Well Done, Maj DuBoise and Capt Coupland, TF-101 
Well Done, Capt Gibbs, F-4E 
Well Done, Capts Neusse and Coakley, F-102 
Well Done, Maj McCaffrey, RF-4C 
Well Done, Capt Crake, T-38 
Well Done, Capt Speer, F-84 


Birdstrike 
Ops Topics "Aw-w-w" 





Checklist 

Oops, Okay Lead 

Ops Topics, "Close, Close!" (before-landing checklist) 
The Primary Cause-You 





Command and Supervision 

Worried? Who? Me? (complacency) 

Tech Topics "Checklist Discipline" 
Farewell from Brig Gen King 

Brig Gen Robin Olds 

Ops Topics "Laissez Faire Supervision" 





MONTH 


Jan 
Feb 
Feb 
Mar 
Mar 
May 
Aug 
Oct 
Nov 


Jan 
Feb 
Mar 
Apr 
May 
May 
Jun 
Jun 
Jun 
Jun 
Jun 
Jun 
Jun 
Jun 
Jul 
Jul 
Aug 
Sep 
Oct 
Nov 
Dec 


Jun 


Feb 
Nov 
Dec 


Jan 
Jan 
Feb 
Mar 
Mar 





TITLE MONTH PG ° 


Command and Supervision (Cont'd) 











Role of Support in the USAF Mission Apr 1 
Life Support for Aircrews May 6 
Pilot Fatigue Jun 2 
Tech Topics "Run Away" Jun 28 
To Err Aug 30 
If the Shoe Fits Oct 1 
The Challenge (management) Oct 16 
Tech Topics "Engine Installation" Nov 18 
Color It Loaded Nov 30 
Communications 

Mail Call "Hello? Hello?" Jan 32 
Ops Topics "Garbage on Guard" Aug 28 
Ejection 

Ops Topics " Touch and Go" (low ejection) Jan 20 
Time To Go Feb 2 
It's Easy on Monday (ground egress) Mar 2 
Mail Call "Ejection" Feb 31 
Weber Seat Feb BC 
Tech Topics "F-4 Egress System" Mar 24 
Ops Topics "Over-Water Bailout" Apr 30 
Tech Topics "Another Egress Goof" (canopy jettison) Jul 23 
Mail Call "Time To Go" Jul 

Tech Topics "Egress System" Oct Py 
ELSIE (emergency life saving instant exit) Nov 8 
Egress System Maintenance Nov 31 
Electricity 

Sleeping Beauty (electrical connectors) Jan 10 
Tech Topics "Hot Ground Wire" Jan 28 
Tech Topics "False Alarm" (connectors) Jun 30 
Ops Topics "Watt's New" (shock) Aug 28 
Engines 

A Salty Situation May 2 
Toots (shut down engines) Jul 31 
Watch Those Dents (J57 fuel tube) Aug 18 
Tech Topics "Installed Discrepancy" Sep 24 
Tech Topics "T-33 Hot Starts" Sep 24 
Tech Topics "Hot FOD" Oct 24 
Toots “Engines on Red Cross" Oct 29 
Aren't You Glad You Use SOAP Oct 31 
Ops Topics "T-Bird Flameout" Nov 26 
Tech Topics "T-38 Engine Flameouts" Dec 24 
Tech Topics "Torque Trouble" Dec 24 











» TITLE 


plosives 
Ops Topics "Good Show" 
Tech Topics "Checklist Discipline 
Train 'n Train 
Never Make the Same Mistake Once 
Flight Line Safety 
Dangerous Cargo 
Explosives Safety Awards 
Don't Push Your Luck 
What Fools These Mortals Be 
Ops Topics " Surprise" (trigger switch) 
Double Jeopardy 
Smuggled Explosives 
Egress System Gun is Loaded 
Unwanted Cargo 
Color It Loaded 
Explosives Safety Award 
Want Better MHE 
Determined or Undetermined 





Facilities 
Ops Topics "Rubber Band Effect" (BAK-12) 
Redundancy Alone Isn't Enough (BAK-12) 
A New Net (barrier) 
Topics 'Who Picked This Patch" 





FLIP Information 

VIP Remarks 

FLIP Terminal 

VFR Products 

VFR Low Altitude High Speed Routes 
Expanded Charts 

DD-175 

Airport Traffic Area 

ARTC Radar 

Daylight Saving Time 

Departure Notification 

Canadian Cruising Attitude 

VFR Supplement 

Positive Control Areas 

DOD International Flight Plan 

Los Angeles and New York TCAs 
Addition to Part II FLIP Planning 
Expansion of PCA 

High Altitude Chart Info Changes 





Flying Safety 
Working Our Way Down 
Success Story 
Violations 





MONTH 


Jan 
Jan 
Feb 
Mar 
May 
Jun 
Jul 
Jul 
Aug 
Sep 
Sep 
Sep 
Oct 
Oct 
Nov 
Nov 
Dec 
Dec 


Jan 
Jun 
Jul 
Nov 


Jan 
Jan 
Jan 
Feb 
Mar 
Apr 
Apr 
Apr 
May 
Jun 
Jun 
Jul 
Aug 
Sep 
Oct 
Nov 
Nov 
Dec 


Mar 
Apr 
Apr 


21 


28 
27 





TITLE 


Flying Safety (Cont'd) 





They Said It Couldn't Be Done 
Ops Topics "New Power Ljne Warning Lights" 


FOD 

FOD Picker 
Tech Topics 
Tech Topics 
Tech Topics 
Tech Topics 
Tech Topics 


"To Look but Not See" 
"Another Form of FOD" 
"Jammed Controls" 
“Human FOD" 

"Don't Toss It" 


Ops Topics "Mickey Mouse FOD" 

A-7 Debris Control 

Ops Topics "Blame It On the Wind" 
Ops Topics "Unauthorized Equipment" 


Tech Topics 
Tech Topics 
Tech Topics 
Tech Topics 


"He Lost His Mitten" 
"Safety Wire" 
"Tissue in the. Fuel" 
"Rag FOD" 


Ops Topics "Cockpit FOD" 
Ops Topics "Field Grade FOD" 
Ops Topics "Thar She Blows" (snagged checklist binder) 


Tech Topics 
Tech Topics 
Arming Area 
Tech Topics 
Tech Topics 


"High Price of FOD" (screw) 
"Hot FOD" (burned rag) 

Goof (F-4 wing tank pin) 
"Intake Inspection" 

"Light FOD" (flashlight) 





Tech Topics "Cooperation?" (workcards in the engine) 


Fuel 

Gliding Flight 

T-Bird Flameouts 

Would You Use This Nozzle 

Fuel Servicing Controls 

Ops Topics "Starved T-Bird" 

Ops Topics "Alternate Fuel" 

Tech Topics "Loose Connectors" (C-130) 
Guaranteed Absolutely Foolproof 


Gear Problems 

Ops Topics "Jiggle, Jiggle"' 

Tech Topics "A Gremlin in a C-7" 
Ops Topics "Recycle Tricycle" 
Tech Topics "Free Wheeling" 

Ops Topics "Gear Check" 

Tech Topics "KC-135 Maint. Error" 





General 

Mail Call "Fahrenheit to Centigrade" 

Tech Topics "Smell, Yes" (defective containers) 
Poster - wires and obstacles 
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MONTH 6 


Jun 
Sep 


Jan 
Feb 
Mar 
Mar 
Mar 
Apr 
May 
Jun 
Jun 
Jun 
Jun 
Jun 
Aug 
Aug 
Sep 
Sep 
Oct 
Oct 
Oct 
Nov 
Nov 
Nov 
Dec 


Mar 
Apr 
May 
May 
May 
Aug 
Sep 
Nov 


Jan 
Mar 
Apr 
May 
Sep 
Nov 


Feb 
Mar 
Mar 


21 
24 
31 
22 


18 


31 
24 


6 
neral (Cont'd) 


Footnotes to Folly (pictures and captions) 
F-105 Flight Control Corrosion 

The Family Tree 

Bilingual Glossary 

Ops Topics "Unauthorized Equipment" 
Poster "Don't Get Carried Away" (carelessness) 
The Urge (gethomeitis) 

Ops Topics "NASA Film" 

Ops Topics "Late Pubs" (FLIPs) 

Dice - poster (drinking and driving) 

Ten Danger Signs of a Hearing Loss 

Tech Topics "Marking on Jet Engines" 

Quick Fix Vs Permanent Solution (OHR) 
Airborne Smokey (fire-fighting) 

Ops Topics "Illegal Cargo" 

The Smart Route (safety education schools) 
Distribution of Aerospace Safety Magazine 
It's Your Manual 

What You Told Us (ASM reader survey) 

Walk .on the Moon (Apollo 15 mission) 

Form 457 "USAF Hazard Report" 

Mail Call "Our Cover" 








@aurs Safety 

ch Topics "Handle Compressed Air With Care" 
AGE--Repair or Replace It 

It's Your Move 

Summer Attack 

Mail Call "I Am An Instructor" 

Qualifying Equipment Operators (MHE) 


Instruments and Components 

Sleeping Beauty (connectors) 

Aircraft Seat Belts 

Ops Topics "F-102 Mod" (emergency gear extension) 
Tech Topics "Do Cold Fingers" (lost panels) 
Tech Topics "Wheel Bearing Failures" 

The Hero Worker (engine spline coupling) 
Attitude Indicator 

Tech Topics "Clamp Woes" 

Tech Topics "Fire Warnings" 

Ops Topics "Switch Mod" 

Ops Topics "Over Eager Beaver" (cable) 

Tech Topics "Loose Panels" 

Ops Topics "Two Switch Hitters" (switches) 
Tech Topics "Disconnectionitis" (connectors) 
Nylon Jackets (control Cables) 

Tech Topics "Plug Goof" (connector plugs) 
é” Call "Broken Nozzles" 
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MONTH 


Apr 
Apr 
May 
Jun 
Jun 
Jun 
Jul 
Jul 
Jul 
Jul 
Aug 
Aug 
Sep 
Sep 
Sep 
Sep 
Sep 
Oct 
Nov 
Nov 
Nov 
Dec 


Jan 
Apr 
May 
May 
Jul 
Oct 


Jan 
Jan 
Jan 
Feb 
Mar 
Mar 
Apr 
Apr 
May 
May 
Jun 
Jun 
Jul 
Jul 
Jul 
Aug 
Aug 





TITLE 


Instruments and Components (Cont'd) 

Tech Topics "Proper Fit" (lost panels/doors) 

Ops Topics "What Instruments" (disregard of readings) 
Tech Topics "Short Screws" 

How to Handle Teflon Hose 

Ops Topics "Power of Suggestion" (altimeter) 





Inspections and Investigations 


Tech Topics "Poor Work and QC" 

Tech Topics "Inspector, Open Thy Eyes" 
TOOTS (periodic inspections) 
Accident/Incident Reporting 





IPIS Approach 

TACAN/ARC Penetration 
IFR Supplement 

Try This Quiz 

Categories 

Non-Precision Approaches 
Radar Monitor 

Area Navigation 
Recommended Altitude 
Offset ILS 

Terminal Approach Charts 
Pitch Change 

Procedure Turns 

Airspace 

AFM 60-16 

Hey, Guys 

Clearances 

IFF Identification 

Pilot Report Vs Weather Report 


IPIS Approach Index of Articles 
Mail Call "Missed Approach Point" 


Visibility Minimums 

Clearances 

ILS 

Keep ‘em High (turbojet traffic) 
Point to Ponder (TCA procedures) 
MDA 

SID Climb Rates 

Missed Approach Points 


Mail Call "IPIS Approach Articles" 


Glide Slope Indicator 
Glide Slope Intersect Altitude 
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MONTH r) 


Sep 
Oct 
Oct 
Oct 
Dec 


Jun 
Jul 
Jul 
Sep 


Jan 
Jan 
Jan 
Feb 
Feb 
Feb 
Mar 
Mar 
Mar 
Apr 
Apr 
May 
May 
May 
May 
May 
May 
May 


Jun 
Jun 


Jul 
Jul 
Jul 
Jul 
Jul 
Aug 
Sep 
Sep 


Sep 


Oct 
Oct 





\ 





\ 


o- 
IS Approach (Cont'd) 


Flying 

TDY to Texas (attend IPIS) 

Low Altitude Instrument Apprmch Procedures 
Procedural Tracks 

USAF IPIS Greetings 





Landings 

Landing Fighter Aircraft 

Mail Call "Using Ground Effect" 
Bend With the Wind 

Ops Topics "Ruffled T-Bird" 
Short Landings 

Tech Topics "Hose Too Long" 

Ops Topics "Upwind, Downwind" 
How Many Bars (VASI) 

Helicopter Wake Turbulence 
Ground Effect 

Ops Topics "Horizontal Tornado" (wake turbulence) 


Life Sciences 
Worried? Who? Me? (complacency) 
Undesirable Drugs 
Noise! Noise! Noise! 
ge is Great (poster) 
fe Support for Aircrews 
Pilot Fatigue 
Ops Topics "Nomex Flying Suits" 
The Trip (gethomeitis) 
Ten Danger Signs of a Hearing Loss 
Ops Topics "A Matter of Life and Breath" 
Poster - Gethomeitis 
The Eye and You 
Down and Out (oxygen) 
Ops Topics "Some Starchy Suit (Nomex)" 
Ops Topics "Oxygen Discipline" 
Mail Call "Hearing Loss" 
Pilots Vertigo 
Mail Call "The Last to Let You Down" 





Loading and Handling 

Tech Topics "Short Cut" 

Tech Topics "Dangerous Cargo" 
Ops Topics "Pallet Error" 

Tech Topics "Offload Accident" 
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MONTH PG 
Nov 7 
Nov 7 
Dec 4 
Dec 5 
Dec 5 
Jan 2 
‘Feb 31 
Apr 10 
May 30 
Aug 14 
Sep 23 
Oct 20 
Nov 22 
Dec 2 
Dec 16 
Dec 27 
Jan 1 
Feb 26 
Apr 12 
Apr BC 
May 6 
Jun 2 
Jun 22 
Aug 6 
Aug 12 
Aug 26 
Aug BC 
Oct 2 
Nov 16 
Nov 27 
Nov 28 
Nov 32 
Dec 6 
Dec 32 
Feb 25 
Apr 25 
May 31 
Jun 28 





TITLE 


Maintenance 





Portable Docks 
Project Cleansweep 
Oops, Okay Lead (inadvertent jettison) 


Tech Topics 
Tech Topics 
Tech Topics 
Tech Topics 
Tech Topics 
Maintenance 
Tech Data 


"One Jug Short" (missing cylinder) 
"Wrong Hardware" 

"Do It Right" (clamp) 

"Help Maintenance Help You" 
"Sloppy Maintenance" (T-37) 

QC 


Ops Topics "Ops Checked Okay" 

Tech Topics "F-100 Right Turn" 

Tech Topics "Maintenance Factor" 

Mail Call "Fuel Systems Repairman" 

Don't Bust the Trust 

Hairy Tales (Tape over static ports) 

Tech Topics "Maintenance Credibility Gap" 
Tech Topics "Disconnectionitis" (connectors) 
Tech Topics "Improper Attachment" (clamp) 
Primed for an Accident 

Watch Those Dents (J57 fuel tube) 

Tech Topics "Improper Maintenance" (T-38) 
They Rise and Fly Again (Rapid Area Maintenance) 
Tech Topics "The Bare Facts" — _ 
Tech Topics "F-4 Lost" 

Tech Topics "Torque Topics" 

Tech Topics "For Want of a Clamp" 

Tech Topics "T-37 Throttle Torque" 

Tech Topics "Rush Job" (panels) 

Dollars and Sense in HUD Handling 
Traveling Maintenance Man 

Hey, Sarge 


Simple Task 
Tech Topics 
Tech Topics 


of Torquing 
"Failure to Fill Forms" 
"Torque" 





Tech Topics "Cotter Pin" 


Materiel 


Tech Topics "Couldn't Take the Pressure" 
Arent You Glad You Use SOAP 


Midairs 

See and Be Seen 

Ops Topics "Catch the Drift" 
Don't Miss This 

Ops Topics "Heads Up" 
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MONTH ry 


Jan 29 
Jan 29 
Feb 13 
Feb 23 
Feb 23 
Mar 22 
Apr 22 
Apr 23 
Jun 20 
Jun 21 
Jun 22 
Jun 29 
Jun 29 
Jun 32 
Jul 1 
Jul 16 
Jul 23 
Jul 23 
Jul 24 
Aug 13 
Aug 18 
Sep 22 
Oct 10 
Oct 

Oct ® 
Oct 24 
Oct 25 
Oct 25 
Oct 25 
Nov 12 
Nov 23 
Nov 24 
Dec 9 
Dec 22 
Dec 22 
Dec 23 
Jul 24 
Oct 31 
Oct 2 
Oct 18 
Dec 10 
Dec 26 








* TITLE MONTH PG 
ssile Safety 











Tech Topics "Missile Minus Wing" Jul 25 
Tech Topics "Slippery Hands" Nov 21 
Tech Topics "Aero-7A Missile Launcher Ma intenance" Dec 25 
The High Cost of Hindsight Dec 28 
Navigation 
Why Fly a Crooked Path (area navigation) Jul 2 
Nuclear Safety 
Two Man Violations Jan 30 
Sth Wheel Jan 30 
Pushed Around Jan 30 
Stow Your Chock Feb 28 
Cracked Cranes Feb 28 
Wheel Fell Off Feb 28 
Just a Reminder Feb 29 
Be Alert Feb 29 
F-104G Feb 29 
Disconnect--Then Test Mar 30 
No AID Report--No Action Mar 30 
A Mid-Winter Reminder Mar 30 
Coles Crane Boom Apr 28 
Somebody Goofed Apr 28 
ipping Clutch Apr 28 
@: Case of the Invisible Missile Controller May 14 
Budd Wheels, Studs and Nuts May 14 
AID Reporting May 14 
Do Not Use Weapons as Testers May 14 
Support the AID Program Jun 25 
The Other Guy Jun 25 
Guidance and Control Out Jun 25 
Click--Locked Jul 11 
Halfway Safety Bends Bomb Jul 11 
Understanding or Deficiency Aug 20 
Have a Problem? Aug 20 
Nose Job Sep 28 
Damp Negligence Sep 28 
AID Reporting Sep 29 
Nuclear Safety Certificate Sep 29 
It Couldn't Be Done Sep 29 
Flashing Light Oct 28 
Alarm, Security and You Oct 28 
Load Crew Oct 28 
Underground Traffic Jam Dec 18 
Beware of Critical Components Dec 18 
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TITLE 


Operations 

That Master Mixer, Murphy II (wrong switch/handle) 
Don't Spring the Trap (multiple problems) 
Gliding Flight 

Ops Topics "Bad Trade" 

Fly High (wires, lines, obstacles) 

This Train Don't Carry No Passengers 
Violations 

What Happened to the T-38 

High Angle of Attack in the Swingwing 
Ops Topics "No Pushee, No Pullee" 

One Candle for the C-5 

Throw a Nickel (angle of attack) 

Ops Topics "Cross-Hand Technique" 
Helicopter Wake Turbulence 

Ground Effect 





Personal Equipment 

Mail Call "Beeper Snooper" 

Tech Topics "Wrong Way" (arming lanyard) 

Ops Topics "Care and Feeding of Nomex Gear" 
Ops Topics "Heads Up--Visors Down?" 

Ops Topics "When You Need It" 

Ops Topics "Convinced" (restraining harness) 





Preflight 
On Thinking Ahead 
Tech Topics "Three for One" 





Professionalism 

Landing Fighter Aircraft 
Ops Topics "Two Good Saves" 
Asking For It 

It Had to be the Engine 
Plan B (an alternative) 





Rex Riley 

Evaluation Criteria 

SIDs 

Sub-Standard Transient Bases 

TO 00-20-5 

Transient Maintenance Program 

Good Service 

What Rex Looks For 

F-4 Drag Chutes 

Mail Call "Sondrestrom Transient Service" 
Attitude 

Guardian Angel (traffic controllers) 
O Clubs 

Attitude 


Thunderstorm’ Season 





16 


MONTH 


Feb 
Feb 
Mar 
Mar 
Mar 
Apr 
Apr 
May 
Aug 
Aug 
Sep 
Oct 
Oct 
Dec 
Dec 


Feb 
May 
Sep 
Sep 
Sep 
Dec 


May 
May 


Jan 
May 
Jun 
Jul 
Sep 


Jan 
Feb 
Mar 
Apr 
May 
Jun 
Jul 
Aug 
Aug 
Sep 
Sep 
Oct 
Oct 
Oct 


’ é” MONTH PG 
ex Riley (Cont'd) 





Air Conditioning Nov 17 
PIREPS Nov 17 
Number, Please (telephone service) Nov 17 
TAQ Dec 19 
Attitude Again Dec 19 
Mail Call Dec 19 
Snack Bar Dec 19 
Quick Response Dec 19 


Survival and Rescue 














Compound Fracture (desert survival) Jul 6 
A-7D Crash Rescue Nov 10 
System Safety 

SSE--Modern Approach to Accident Prevention Jan 16 
Walk on the Moon (Apollo 15 Mission) Nov 2 
Tires and Wheels and Brakes 

Simple Time Consuming Chore of Servicing Tires Jan 18 
Ops Topics "Aircraft Tire Inflation" Jun 22 
Everything You Always Wanted to Know Sep 18 
Tech Topics "Lost Wheel" Sep 24 
Tech Topics "Brake Fire" Oct 23 
- "Tires" Oct 29 
Takeoff 

Tech Topics "Wet Feet" Apr 24 
Reverse Thrust May 18 
Tech Topics "Stuck Throttle" Sep 22 
Taxiing, Rowing and Parking 

Ramp Recks May 12 
Tech Topics "Taxi Tangles" May 22 
Tech Topics "How to Ruin a Prop" May 24 
Tech Topics "High Cost Item" May 24 
Tech Topics "More And/Or Secure" Jun 28 
Tech Topics "Think Quick" Sep 25 
Ops Topics "Close Quarters" Oct 20 
Tech Topics "Parking Problems" Nov 19 
Ops Topics "We Told You So" Dec 2 
Tech Data 

Make the '22 Work For You Jan 22 
Save 5 Min--Lose 1 Aircraft Jan 24 
Toots - TO 00-20-5 Feb 20 
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TITLE MONTH é : 


Tech Data (Cont'd) 





Tech Topics "Data Deleted" Feb 24 
Four Minutes Mar 11 
TO be or not TO be Apr 5 
Tech Topics "Follow the TO" Apr 23 
Tech Topics "Spit Run" Apr 25 
Tech Topics "Neglect" Jun 29 
Tech Topics "Reason for the Book" Jul 25 
Tech Topics "A Murphy Bolt" Jul 25 
Tech Topics "Right the First Time" Aug 22 
Tech Topics "Memory Lane? (T-29 fuel lines) Sep 24 
Tech Topics "Chronology of a Failure" Sep 24 
It's Your Manual Oct 21 
The Crew Chief Dec 20 
Tech Topics "Improper Routing": Dec 25 
Tech Topics "Follow the TO" (landing gear struts) Dec 25 
The Primary Cause--You Dec 31 
Tools 

Mail Call "Cadmium Care" Feb 31 
A Place for Everything Jul 18 
Tech Topics "Wrong Tool" Sep 23 
Toots 

Block F, AFTO 781J Jan ® 
Operational Checks Jan 
Aircraft Engine Removal Jan 25 
TO 00-20-5 Feb 20 
Marking of Errors in AFTO 781 Feb 20 
Personnel Locator Beacon Mar 29 
"Discovered By" Block Apr 29 
Pen and Ink Changes Apr 29 
Exceptional Release May 29 
AFSC IRAN Requirements Jun 31 
Electrical Connectors Aug 21 
Maintenance Officers Duty Sep 21 
F-106 Elevon Control Valves Sep 21 
Engine on Red Cross Oct 29 
Tires Oct 29 
Oxygen Nov 29 
AFTO 22 Dec 29 
Training 

Mail Call "What's a Left Downwind" Mar 32 
I Am an Instructor Mar 32 
Ops Topics "Suspicions Confirmed" Apr 30 
This Class Is a Drag Dec 14 
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% 


TLE 


Turbulence 





Aircraft Seat Belts 

Wake Turbulence 

Ops Topics "How Close Can You Come" 
Helicopter Wake Turbulence 


Weather 


Lightning Does Strike Twice 


PIREPS 

Mini Thunderstorms 

To Come In Out of the Rain 
Weather Recall 

Suddenly It's Winter 
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MONTH 


Jan 
Feb 
Sep 
Dec 


Jan 
Jun 
Aug 
Sep 
Sep 
Dec 


PG 


13 
10 
15 


12 


27 
12 





